U.S. Department of Health and Human Services 

Centers for Disease Control and Prevention 


This is to certify that 

Garry Greer 

Has satisfactorily completed 

Train-the-Trainer: 

Biosafety and Biosecurity for Clinical Laboratories 

Conducted by the 

Science Education and Laboratory Training Branch/OWCD 
National Laboratory Training Network 

Atlanta, Georgia 

May 27-29,2008 


-P/t ^ 

Stephen B. Thacker, M.D., M.Sc. 

Director, Office of Workforce and Career Development 
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Homeland Security 



Cemhcate 01 completion 
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Garry R. Greer 

this 8th day of February 2007 




National Laboratory Training Network 

A program of the Association of Public Health Laboratories (APHL) 

certifies that 

(garry 2L (greer 

has participated in the educational activity entitled 

Packaging & Shipping: 

Division 6.2 Materials 

Program #588-333-06 

and is awarded 7.5 contact hours of continuing education credit 

APHL is approved as a provider of continuing education programs in the 
clinical laboratory sciences by ASCLS P.A.C.E. Program 


LABORATORY 
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also sponsored by 
State Laboratory Institute 

Massachusetts Department of Public Health 

Conducted at 
Boston, MA 
November 6, 2006 


Signature of Program Administrator or Designee 


Association of Public Health Laboratories 
8515 Georgia Avenue, Suite 700 
Silver Springs, MD 20910 


jj (P.A.C.E.) it 




PACE® Office 
CA Provider #0001 
6701 Democracy Blvd., Suite 300 
Bethesda, MD 20817 













The Eagleson Institute, 
established to promote the principles and 
practices of laboratory safety, 
certifies that 

Garry Greer 

has successfully completed the course titled 
Working Safely with Toxins 
conducted at 

Massachusetts Public Health Laboratory 
presented on 
June 22, 2005 


Executive/Pirector, Eagleson Institute 


Eagleson Institute 
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THIS document is proof of the undersigned's superior 
training accomplishment. By attending the seminar 

OSHA: The Complete Compliance 

Workshop 


AWARDING 1.2 CEU’s 

the undersigned has completed twelve hours of intensive 
training and is entitled to all rights and privileges related to 
or resulting from the completion of the 
aforementioned course. 



Signature of Seriaina/Participant 




Vincent Amen 


Managing Director 


NEVE 


KEYE PRODUCTIVITY CENTER 



AMERICAN MANAGEMENT ASSOCIATION 


Margaret Cj^ney y 

Executive Director of Program Development and Delivery 


American Management Association 1601 Broadway New York, NY 10019 


AOKODUSCIO 






































The Centers for Disease Control and Prevention 

certifies that 

Garry R. Greer 

has participated in the educational activity entitled 

Epidemiology: How to Investigate and Solve Cases 
through Strategic Partnerships 

and is awarded 

0.1 Continuing Education Units 

CDC is approved as an Authorized Provider of continuing education and training programs by the 
International Association of Continuing Education and Training. 


Also sponsored by 
Delaware Public Health Laboratory 
Maryland Dept of Health & Mental Hygiene 
New Jersey Dept of Health & Senior Services 
Pennsylvania Dept of Health 
& 

National Laboratory Training Network 
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(, , 

Teleconference conducted 

October 18, 2000 /o 
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CDC Representative 



Control, and Prevention 
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National Laboratory Training Network 

a training system sponsored by the 

Association of Public Health Laboratories (APHL) and the Centers for Disease Control and Prevention (CDC) 



This is to certify that 

Garry R. Greer 

has been awarded 0.50 Continuing Education Units 
for satisfactorily completing a program entitled 

Response to Bioterrorism 



Sponsored by 


Centers for Disease Control and Prevention 
Association of Public Health Laboratories 
National Laboratory Training Network 


Conducted at 
Boston, MA 



September 09, 1999 

1221 


CDC Representative 

Official Transcript 



Continuing Education Units Awarded by the 
Centers for Disease Control and Prevention 
U.S. Department of Health and Human Services 
U.S. Public Health Service 



CENTERS FOR OiSEASE CONTROL 
AND PREVENTION 
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This certificate of attendance is awarded to 


Garry Greer 

Of 

State Laboratory Institute 

for participation in the Dinner-Lecture 


Rapid Methods & Future Systems in Microbiology 

with 


Judy Daly, Ph.D. 

Associate Professor of Pathology, University of Utah Medical Center 
Director of Microbiology Laboratories, Primary Children’s Medical Center 

Salt Lake City, Utah 


October 14,1997 


Northeast Branch 
American Society for Microbiology 
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National Laboratory Training Network 

a training system sponsored by the 

Association of State & Territorial Public Health Laboratory Directors (ASTPHLD) 
and the Centers for Disease Control and Prevention (CDC) 



This is to certify that 


GARRY GREER 


has been awarded 0.1 Continuing Education Units 
for satisfactorily completing a program entitled 

Changing Patterns of Antimicrobial Resistance In 
Catalase-Negative Gram-Positive Streptococci 

co-sponsored by the 

Massachusetts Department of Public Health 
State Laboratory Institute 

The Northeast Branch 
American Society for Microbiology 

and 

National Laboratory Training Network 
New England Area Resource Office 

Conducted at 

North Quincy, Massachusetts 
May 13, 1997 
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CDC Representative 


Continuing Education Units Awarded by the 
Centers for Disease Control and Prevention 
U.S. Department of Health and Human Services 
U.S. Public Health Service 


CDC 

CENTERS FOR DISEASE CONTROL 
AND PREVENTION 
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LABORATORY 



NETWORKO 


a training system sponsored by the 

Association of State & Territorial Public Health Laboratory Directors (ASTPHLD) 
and the Centers for Disease Control and Prevention (CDC) 





This is to certify that 

GARRY GREER 

has been awarded 0.1 Continuing Education Units 
for satisfactorily completing a program entitled 

Shiga Toxin Producing E. coli - Current Issues and New Technologies 

co-sponsored by the 

Massachusetts Department of Public Health 
State Laboratory Institute 

The Northeast Branch 
Anerican Society for Microbiology 


National Laboratory Training Network 
New England Area Resource Office 

Conducted at 

North Quincy, Massachusetts 
March 11, 1997 




‘<3 


/ CDC Representative 

Continuing Education Units Awarded by the 
Centers for Disease Control and Prevention 
U.S. Department of Health and Human Services 
U.S. Public Health Service 



CENTERS FOR DISEASE CONTROL 
AND PREVENTION 


Folk OIG PRR 017903 
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Boston 

Federal Safety and Health Council 
Certificate of Attendance 

_ GARRY R. GREER _ 

has attended a training seminar on 


JOB HAZARD ANALYSIS 



presented on this date . January 20 , 1993 




eabom Scott,CHAIRPERSON 

Safety & Health Officer 
DSAR, Boston 


Carol Petrow, 2ND VICE CHAIRPERSON 

Industrial Hygienist 
US Army Corps of Engineers 




Mike Slrlannl, 1ST VICE CHAIRPERSON 

Building Management Branch Chief 
Volpe Transportation System Center 

OZZ 

A <7^7 A ; 


Theresa Gllhooly, RN, SECRETARY 
Safety & Occupational Health Specialist 
Internal Revenue Service 






